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26 MISSION 3.093^ 


IDEALIST OPERA COMMO 

1. H.E.P.C. REPORTS POST FLIGHT DATA 

BBPKRS TO "5-WMJTS OFF PERIODS FOB EQUIPMENT BETWEEN 1125Z to U4SZ 

14202 10 1435Z( AKD 16472 TO 1702Z." EXACT LENGTH OF THESE OFF TIME 
PERIODS TEW CRITICAL TO ACCURACY OF GLINT READOUT. 

2. PLS ADVISE IF EQUIPMENT "SHUT DOWN” PERIODS INVOLVED AC 
AND BC PONES COT OFF, OS SIHPLT AC GENERATOR COT OFF. ALSO, ADVISE 
PSECISB LENGTH OF SHOT DOWN PERIODS IF INOWN TO ACCURACY GREATER THAN 
THAT INDICATED IK POST FLIGHT DATA SHEET. 
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